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Whereas  the  Parliament  of  India  has  set  out  to  provide  a  practical  regime  of  right  to 
information  for  citizens  to  secure  access  to  information  under  the  control  of  public  authorities, 
in  order  to  promote  transparency  and  accountability  in  the  working  of  every  public  authority, 
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education  and  knowledge,  the  attached  public  safety  standard  is  made  available  to  promote  the 
timely  dissemination  of  this  information  in  an  accurate  manner  to  the  public. 
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NATIONAL  FOREWORD 

This  Indian  Standard  which  is  identical  with  ISO  1 471 0  : 1 996  'Equipment  for  crop  protection  —  Air-assisted 
sprayers  —  Dimensions  of  nozzle  swivel  nuts'  issued  by  the  International  Organization  for  Standardization 
(ISO)  was  adopted  by  the  Bureau  of  Indian  Standards  on  the  recommendation  of  the  Farm  Implements  and 
Machinery  Sectional  Committee  and  approval  of  the  Food  and  Agriculture  Division  Council. 

The  text  of  ISO  Standard  has  been  approved  as  suitable  for  publication  as  an  Indian  Standard  without 
deviations.  Certain  conventions  are,  however,  not  identical  to  those  used  in  Indian  Standards.  Attention  is 
particularly  drawn  to  the  following: 

a)  Wherever  the  words  'International  Standard'  appear  referring  to  this  standard,  they  should  be  read  as 
'Indian  Standard'. 

b)  Comma  (,)  has  been  used  as  a  decimal  marker  while  in  Indian  Standards,  the  current  practice  is  to 
use  a  point  (.)  as  the  decimal  marker. 

In  reporting  the  results  of  a  test  or  analysis  made  in  accordance  with  this  standard,  if  the  final  value, 
observed  or  calculated,  is  to  be  rounded  off,  it  shall  be  done  in  accordance  with  IS  2  :  1960  'Rules  for 
rounding  off  numerical  values  (revised)'. 
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1    Scope 

This  International  Standard  specifies  the  outer  dinrtensions  of  the  swivel  nuts  of  nozzles  for  air-assisted  sprayers. 

NOTE  ~  The  nozzle  output  is  very  often  deternnined  when  testing  air-assisted  sprayers.  It  is  necessary  to  fit  measurement 
devices  to  the  swivel  nuts  to  collect  the  liquid.  If  the  outer  dimensions  of  the  nuts  are  standardized,  the  number  of  fitting 
pieces  can  be  reduced  and  testing  is  then  simplified. 

The  defined  dinnensions  simplify  the  fitting  of  measurennent  devices  to  the  swivel  nuts  (for  exannple,  for  the 
deternnination  of  the  nozzle  output). 


2    Dimensions 

The  swivel  nuts  shall  be  conical  with  outer  dimensions  that  correspond  to  figure  1  and  table  1 . 


Table  1 
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Figure  1 


Dinnensions  in  millimetres 


d 

±0,1 

/ 
min. 

25 

15 

30 

15 

35 

15 

40 

15 

Bureau  of  Indian  Standards 

BIS  is  a  statutory  institution  established  under  the  Bureau  of  Indian  Standards  Act,  1986  to  promote 
harmonious  development  of  the  activities  of  standardization,  marking  and  quality  certification  of 
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Review  of  Indian  Standards 

Amendments  are  issued  to  standards  as  the  need  arises  on  the  basis  of  comments.  Standards  are 
also  reviewed  periodically;  a  standard  alongwith  amendments  is  reaffirmed  when  such  review  indicates 
that  no  changes  are  needed;  if  the  review  indicates  that  changes  are  needed,  it  is  taken  up  for  revision. 
Users  of  Indian  Standards  should  ascertain  that  they  are  in  possession  of  the  latest  amendments  or 
edition  by  referring  to  the  latest  issue  of  'BIS  Catalogue'  and  'Standards:  Monthly  Additions'. 
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